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NAME OF REQUESTER — . ^ 

CSS for IHDICO 

m 25X1 A9a 



STATEMENT OF PROBLEM 

To review 10 recent commo developments for 
indications significance 

NAME OF MONITOR 

25X1 A9a 

ACTION BRANCH 

S/COM 

COMMENTS 

To be submitted in memo form 

CONTRI BUTING BRANCH 

date initiated 

SS Oct 55 

DATE DUE IN ST/PR __ 

31 Oct 55 

CH/E COMMENTS 

DATE FORWARDED BY ANALYST 
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DATE FORWARDED TO REQUESTER 

/ A/ao* S' 6 

MAN-HOURS 

estimate* ACTUAL 
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Y this project will not delay completion of currently scheduled projects 
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DISPOSITION OF COMPLETED PROJECT 
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